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NARA RG104, Entry 1, Box 138 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
February 26, 1886 


Sir; 


I find that our amalgamating machine which has been in use for many years is a constant 
source of expense. The great heavy wheels wear out the shaft upon which they run. The machine 
is obliged to be repaired about once every 6 weeks at considerable expense. It is located in the 
Melter and Refiners Department is quite important. Mr. James, the Foreman of the Machine 
Shop proposes to change it so as to save the friction and lessen the expense of removal. 


A sketch of the proposed improvement to the machine made by him — together with a 
copy of his letter, and of a letter from Prof. Booth, Melter & Refiner, approving of his plans, are 
hereto appended which will explain themselves. 


I respectfully ask you consideration of the matter, and if approved you will please apprise 
me. 


The cost will not exceed $175.00. 


Very respectfully, 
Danl. M. Fox 
Superintendent 


Hon. James P. Kimball 
Director of the Mint 
Washington, D.C. 


[Noted on back:] 
Treasury Department, 
Mint Bureau, 
March 3, 1886 
Respectfully returned to the Superintendent of the Mint at Philadelphia, approved. 


James P. Kimball 
Director of the Mint 


